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URI'AN  DISTRICT  COUNCIL. 


-.vj  tire  ■ Cnax  .'-/l!?]!  r.rici  IvIeAibers  or  the  Health  CoiTiixiittee. 
Dear  Sirs, 

/"maal  Reeort  of  the  Meal  cal  Officer 

of  Health , fc-  1945. 

Vital  v^tati sties 


( a)  Live  Births  236 . 

The  live  birtn  rate  per  1000  of  the 
estimated  resiclont  popui.dtion  (17670)  is 


Ell and 

16 . 00 


Nationa 

Hate 


16.10 


There  nere  20  ille£ii tiraate  births.- 
(b)  Still  Births  10. 


The  still  birtn  rate  per  1000  01  the 
estiiauted  resident  population  isj- 

There  nas  1 illegitimate  still  birth. 

(c)  Deaths  262. 

The  civilian  death  rate  per  1000  of 
the  estimated  resident  popu.Iat1,on 
Causes  of  Death  M. 

Diphtheria  1 

Tuberculosis  of  respiratory  system  1 
Other  forms  of  Tuberculosis 
Syphilitic  diseases  1 

Influenza  2 

Measles  1 

Ac.  Infant,  enceph.  1 

Cancer  27 

Diabetes  1 

Inter  cranial  vascular  disease  8 

Heart  disease  40 

Other  diseases  of  circulatory 
' system  3 

Bronchitis  9 

Hneuiaonia  8 

Other  respiratory  diseases 
Ulcer  of  stomach  or  duodenum  1 

Other  digestive  diseases  1 

Nephritis  5 

Premature  birth  4 

Con.  mal.  birth  inj . infant  dis.  3 
Suicide 

Other  violent  causes  6 

;Ul  other  causes  12 


0.36 


0.4.6 


14.66  11.40 


F.  Total 
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1 

47 

1 

83 

4 

17 

9 

2 

1 

3 

11 

4 
4 


7 

20 


135  127  26: 


There  were  17  inquests  during  the  year. 

(d)  Infant  Mortality  rat.e  (under  1 year)  I3. 
Tne  rate  per  1000  live  births  is;- 
There  were  no  dea'chs  from  maternal  causes. 


45 . 46  46 . 00 


General  provision  of  Health  Services  for  the  area. 

The  following  Officials  are  employed  by  the  Council 

Medical  O.'ficer  of  Health  - Frederick  Clegg,  M.B.,  Ch.B.  (Leeds) 
Sanitary  Inspectors 


- H.E.  Moses,  A. R. 


■m . 1 


A.D.  Jackson,  A. R.  San.  I 


1. 


an^.;  Midvjivea  supplied  by  the  County  and  Voluntany 
Nursing  Associations  serve  the  district, 

p'ree  pa  i d.  h •^gica"'.  and  b? cteriological  services  are  provided 
at  County  Qhese  services  are  also  obtainable  frcid 

Dr.  H.V,  Phei.Oii  at  the  Rcwal  ric-lifax  Infiruary^  at  a charge. 

The  Couneil  has  its  own  Aaioulance  lor  gc^neral  and  accident 
Crises  and  no  chary  e is  made.  At  least  .tour  otner  Ambulances 
are  available  for  payment. 

Three  Ho  spit  al  s ^ vi  z - 

The  RoysJ.  Hali.L'ax  Infirmary^ 

Halifax  General  Hospital^ 

Huddersfield  Royal  Infirmary, 

are  accessible  and  (jommonly  used  Leed.s  General  IniirLiary^  t\went3:' 
miles  avay,  is  d3 so  available. 

The  Brigbouse  isolation  Hospj.tal  is  in  common  use  by  the 
Council.  The  Heliiax  and  Hudnersfield  Isolation  Hospitals  are 
also  available. 

The  Council  shares  a SmaJ.lpox  Hospital  v;.!  th  other  Local 
Author i ties . 


Tiiere  is  a Venereal  Clinj.c  in  Halifax  end  Huddersfield. 

In  both  Elland  and  Greetland  the  County  have  an  Infani- 
h'elfare  Centre.  Sessions  are  held  weekly.  Once  per  month  an 
Ante  Natal  is  held  in  each  place.  A lady  doctor  is  i.n  charge. 

The  usual  School .Dental  Services  are  provided  and 
exti'actions  are  undertaken  by  nonorary  dentists  at  tlie  Royal 
Hall  in.tirjuary  and  at  one  General  Hos|.)itaLl  at  nail i ax.. 

S cin i t ry  C i v culi s t ances  of  the  u rea , 


vVatcr 


Bulk  supplies  are  obta’ined  from  the  Ha.Liiax:  and  Huddersfield 
Corpora  cions.  Two  small  reservoirs  at  Stainlaaid  anid.  Upper 
Greetland  also  serve  the  district.  The  supj;ly  in  all  cases  is 
satisfactory  in  both  quantity  and  quality.  No  extensions  have 
been  made  during  the  year. 

During  the  yeaT*  145  Chemical  and  29  .Gacteriologieal 
examinations  of  public  water  supplies  vere  ij^.X-le  by  the  Public 
Analyst,  ail  of  v/hich  'were  satisfactory. 

Closet  Accoimaodation . 


These  may  be  classified  as  follows s-- 

a3  Privies  with  open  middens 
Pail  tub  closets 
Privies  v^lth  covered  middens 
r.)  Waste  water  closets 
e)  iVater  closets 


1945. 

6 6 

460  456 

91  91 

568  'j6S 

4700  4720 

5625  5641 


There 

additional 


have  been  4 conversions  to 
water  closets  provided  for 


vjater  closets 
old  property. 


and  16 


2. 


^■3* 


Public  E'c avenging  oper 
year's  cost  of  ;CBpC4. 

ul  t ^ U i") 

roughout  tne 

The  refuse  was  dispose 

0 i £.  S 

follows ; - 

Destruction 

Tipping 

55/i 

Fa  Taor s 

2o;^^ 

Shops  and  Offices. 

The  Sanitary  Insjjectors  paid  259  visits  to  shops  (excluding 
butchers)  under  the  Shops  Act^ 

In  four  cases  unsatisfactory  conditions  v«ere  found.  These 
have  since  been  remedied. 


Sn.l-uiaing  Baths  and  Pools. 

There  is  one  public  suimming  bath  in  the  cx strict,  ovmed 
by  the  Urban  District  Council.  The  vjater  is  lept  in  a clean 
condition  by  a Bells  Chlorination  and  Filt'er  Plant. 

2 Cheriical  and  2 Bacteriological  samples  taken  during  tiie 
year  were  all  satisfactory. 

Inspection  and  Supei’visiori  of  Food . 

(a)  Meat  and  other  Foods 

The  private  slaughterhouses  in  rhe  district  were  not  used 
during  1945  owing  to  the  operation  of  the  Orders  of  the  Ministry 
Ol  Food. 

All  home  killed  and  imported  meat  is  obtained  from  the 
Ministry’s  slaughterhouse  and  depot  in  the  Borough  of  Brighouse. 

Meat  received  in  the  district  is  regularly  inspected  at 
the  distribution  depots  in  transit^  and  at  the  butchers'  shops^ 
and  the  general  standard  has  been  lound  to  be  satr sf ac tory . 

During  the  year  II7  inspections  were  made  of  food  other 
than  meatj  unaer  the  Foou  and  Drugs  Act^  1953>  the  total  weight 
condemned  was  1 ton  Ip  cuts.  20  lbs, 

(b)  Milk  Supplies 

There  are  111  registered  milk  sellers  in  the  district  and 
17  registered  wholesale  traders. 

The  number  of  cov;  keepers  is  89^  v;ho  house  1140  milk  cows 
in  118  cev/sheds. 

211  cowshed  inspections  Vvere  made. 

There  are  p licences  in  force  for  the  production  of 
Tuberculin  Tested  Milk  and  I6  for  Acer edJ. ted  Milk. 

54  samples  were  tak;en  by  the  Sanitary  Inspectors  under  the 
Foed  and  Drugs  Act^  1958  - two  were  adulterated.  Tao  cautions 
v/ore  issued  by  the  V/est  hiding  Cou,nt;>  Council. 

The  structural  conditions  are  generally  good^  cleanliness 
end  methods  being  generally  of  a good  standard.  Conditions 
( ould  be  improved  by  the  more  general  adoption  of  steam 
sterilization  01'  eciuipmcnt. 

Tuberculosis. 

The  folloY/lng  is  a summary  showing  the  notifications_^ 
removals  and  number  on  the  register  at  the  51st.  December^  3.945o 

Pulmonary  Non-Pulmonary 
Males  Females  Males  Females 

Number  on  register  at  1st. 

Jan.  1945.  C^5  58  51  28 

Notifications  during  year  5 1 _5 2 

Carried  forvvard  4o  59  54  51 
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Puliiionar;/ 

II  on-  P ulmo  n a r'7 

Mai  e s 

Femal e 

s .M,  les  i'euia.tos 

h i 0 u ^ n t 10  r wa  rd 

46 

99 

54  31 

Cases  removed  durtri'g  year 

r-. 

z 

1 

1 

C. ses  remaining  on  register 

44 

5a 

53  91 

at  31st.  December  1949 • 

— 

- 

— 

Infectious  diseases. 

The  folio vving  notiii Ct. tions  were  received  during  1945 »- 


Scarlet  Fever 
Diphtheria 

Enteric  or  Typhoid  Fever 

Parol typhojd  Fever 

Acute  PneuLionia 

Puerperal  Pyrexia 

Cerebro  Spinal  Fever 

Acute  Poliomyelitis 

Acute  Polio-Encephdliris 

Acute  Encephalitis  Lethargica 

Dystntery 

Opthalmia  Neonaboruiij, 
Erysipelas 

Respiratory  Tuberculosis 
Other  forms  of  Tuberculosis 
Measles 

Whooping  Cough 


hui fiber  of 
Cases. 

9 

a 

1 

1 


11 

2 


Pent  to 
Eos bal . 

n 

/, 

5 


■ 1 
]. 
1 
1 
d 

3 

4 

7 

294 


1 

1 


281 i 

Measles  v.ere  epedeiaic  in  January/Murch  1945» 


Cases  are  sent  to  Hospital 

(a)  If  they  are  seriously  or  dangerously  ill  and  in 
consequence  need  hospital  trea t..,ient , 

(b)  If  th^y  cannot  be  erfectively  isolated  or  nursed 
at  home, 

(c)  If  the  infectious  disease  is  acquired  whilst  in  one 
of  the  town  hospitals. 


Diphtheria  Immunisation. 


Immunisation  was  carried  out  at  the  two  Infant  Woi.fare 
Centies^  at  the  Scnools  and  by  private  practi tioners,  with 
the  following  results.*- 

Nujaber  of  children  immunised  funder  5)  1^9 

?l  ii  n (I  IS  _ ]_4  yrs)  14 

Jjl 


I have  the  honour  to  be^  Gentlemen,, 

Your  obedient  Servant; 

FREDERICK  CLEGG,  M.B.  Ch.5., 

Medical  Officer  of  Health, 

Council  Offices, 


4. 


El  land. 


ELL  AND  URBAN  DISTRICT  COUNCIL. 


ANIUTAL  RJgPORT  OB  TBS  MEDICAL  OFFICER  OF  HEALTH  for  1946, 

SDLIC L4L  RirpORT  ON  PUBLIC  WATER  SUPPLIES. 

Tne  public  viator  supp-ly  for  the  distr'lct  is  distributed 
throughout  the  area  by  the  Urban  District  Council  and  is 
obtained  as  follows 

Source  of  Supnly. 

Elland  Sub-District  - Ha3 ifax  & Huddersfield  C.B. Corpora- 

tion (Bulk  Supply). 

Greet land  Sub-District  - do.  do. 

Stainland  Sub-District  - Council’s  Reservoir  at  Coldacre^ 

Stainland, 

Upper  Greetland  Sub-District-  Council’s  Reservoir  at  Upper 

Greetland. 


The  Water  was  overflowing  at  the  Council’s  Reservoirs  during  the 
year  as  follows 

ColdGcre  Reservoir  (Capacity  6,000,000  galls)  - 68  days. 

Upper  Gree'Claiid  Reservoir  (Capacity  70,000  galls)  ••  358  days. 


The  water  supoly  frori  the  two  Corporations  has  been  constant 
and  sufficient  throughout  the  whole  year. 


Consume tion  , 

The  following  table  gives  details  of  water  consumption  figures 
for  the  year  ended  31st  December.  1945. . 


Sub-Dis  trict 

Source  of 

Trade  Supplies 

Domestic  1 

-i— JU  ij  • 

Total 

served . 

Supply 

by  meter . 

c 

Supplies 

Consuraptn 

Elland 

Halifax  Corporation 

28 , 968 

91,289 

120,257 

do.  (Ainley 
Top) 

Huddersfield  ) 

Corporation  ) 

- 

2,358 

2,358 

do.  (Blackley 

do. 

393 

243 

636 

Greetland 
Upper  ) 

Greetland  j 

Halifax  Corporation 

23,082 

42,671 

65,753 

Own  Reservoir 

- 

587 

1 587 

Stainland 

do. 

3,098 

17,019 

20,117 

do.  (Sowood) 

Hudds.  Corpn. 

141 

2,631 

2,772 

; 

55,682 

156,798 

212,480 

Summary . 

Number  of  Houses  in  the  district  6813 

Nujjiber  of  Houses  on  public  water  supplies 6588 

Number  of  Houses  with  wells  and  private  supplies 225 

Estimated  population  on  public  water  supplies  1862^ 

Estimated  population  on  private  supplies  446 

Number  of  Trado  Consumers  supplied  through  meters 295 


Not : ; - Public  supplies  to  houses  are  all  direct  into  the  houses  ' 
and  there  arc  no  stand-pipe  supplies  in  the  district. 
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Conw?tancy  o'?  Supply . 


TLr'  j.upp’.y  +;hrcug''iout  ths  Urban  District  has  been  constant 
during  trie  year. 

Ex  amine tion  of  Water  Supplies. 

Samples  are  regularly  taken  for  examination  by- 
Messrs.  Lea  & Mallindcr,  Public  Analysts,  Halifax,  from 
all  public  water  supplios,  in  each  case  the  sample  is 
taken  from  the  consumers  taps. 

During  the  past  year,  20  analytical  and  28  Bacterio- 
logical examinations  were  made  all  from  public  supplies, 
also  1 Analytical  and  1 BacterioXcgical  examinations  v^ere 
made  from  private  viator  supplies.  Ihe  Analyst’s  reports 
were  satisfactory. 

The  Water  obtained  from  the  Halifax  and  Huddersfield 
Corporations  (in  bulk)  is  filtered  and  chlorinated  by  the 
Corporations . 

The  water  from  Stainland  and  Upper  Greet land 
Reservoirs  owned  by  the  Urban  District  COiuicil  is  not 
filtered  but  is  chlorinated  and  treated  to  neutralise 
acidity.  During  the  past  year  62  examinations  of  water 
from  Stainland  Supply  were  mad(j  and  62  from  Upper  Greetland 
Supply.  All  were  found  to  be  satisfactory. 

The  rav/  water  from  both  these  reservoirs  has  a 
p.H  value  of  5.2  and  after  treatment  the  p.H  value  has 
averaged  for  Stainland  7.2  and  for  Uppor  Greetland  7.4 
indicating  satisfactoiy  neutralisation.  Plumb o- solvency 
tests  that  were  made  by  the  YJsst  Riding  County  Council 
were  also  reported  as  satisfactoiy. 


Conclusion. 

There  has  been  no  disease  during  the  year 
attributable  to  the  Water  Supply . 

I have  the  honour  to  be,  Gentlemen, 

Your  obedient  Servant, 

FREDERICK  CLEGG,  M.B.,Ch.B., 

Medical  Officer  of  Health, 

Council  Offices, 

Ell and . 
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